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IDEA-02 52-69 
Cop y^ of 9 

14 March 1969 


25X1 

25X1 


25X1 


25X1 

25X1 


25X1 


MEMORANDUM FOR: 

SUBJECT: 

REFERENCE: 


Deputy for Operations, OSA 

Deputy for Research and Development, OSA 


| 6 March 1969, 

Overhaul of Delta III S/N 5 Camera. 


Telecon , 

I Delta III 


sentative . 


Headquarters 
Camera Repre- 


J 


25X1 

25X1 



25X1 

25X1 

25X1 


25X1 


A. Delta III S/N 5 should receive IRAN 


B. Delta III S/N 5 be maintained as "on the 
shelf spare" and used as backup in operational 
condition as is. 


De pircy i or Materiel, OSA 


25X1 


Approved For Release 2002/06/13 

biliL 



00240007-7 



Approved For Release 2002/06/13 : CIA-RDP68B00724R000200240007-7 

SECRET 


25X1 


Attachment: a/s 


MD/M/OSA/1 
Distr ibut 
# 1 


HO March 1969) 


ttht: 

D/O/OSA w/att 
#2 - D/R&D/OSA w/att 
#3 - DD/SA w/att 
#4 ~ D/M/OSA w/att 
r>'5 - MD/M/OSA wo/att 
#6 - CMD/OSA w/att 
#7 - B&FD/COMPT/OSA w/att 
fr 8 - MD/M/OSA (Chrono) wo/att 
#9 - RB/OSA wo/att 
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